INTERIOR  OF  ST.  MICHAEL'S  CHURCH 

Charleston.  S.  C. 
Beautiful  hand  carved  mahogany  woodwork  adorns  the 
interior  of  this  Episcopal  Church  whose  construction 
was  bequn  in  1752.  The  octagonal  pulpit  of  mahogany 
is  topped  with  a  canopied  sounding  board.  Here 
both  George  Washington  and  La  Fayette  had  re- 
served pews  on  their  visits  to  Charleston. 
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